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SUBJECT: HOSPITAL CONSTRUCTION 
REP: TEHRAN 6128 

ALAN MILLER, PRESIDENT OP AMERICAN MEDICORP INC., HAS IN- 
FORMED US HIS FIRM IS ACTIVELY PURSUING DEAL TO CONSTRUCT 
HOSPITALS IN IRAN ON TURNKEY BASIS. MINISTRY OF HEALTH IS 
LOOKING FOR TURNKEY CONTRACTOR ON PROJECT INVOLVING 12 
HOSPITALS TO TOTAL VALUE OP DOES 250-300 MILLION, PRESUM- 
ABLY FIRST PART OF NEW PLANS FOR EXPANSION OF HEALTH PACIL- 
ITIES. MILLER ASSERTS HIS FIRM IS ONLY US FIRM IN COMPETI- 
TION AGAINST FIRMS FROM SWEDEN, FRANCE AND ITALY AND HAS 
ASKED FOR APPROPRIATE USG SUPPORT TO OFFSET ASSISTANCE 
WHICH EMBASSIES OF THOSE COUNTRIES ARE REPORTEDLY SUPPLY- 
ING THEIR FIRMS. 

2. AS REQUESTED REFTEL, AMERICAN FIRMS IN HOSPITAL FIELD 
HAVE BEEN INFORMED OF IRANIAN CONSTRUCTION PROGRAM. WE ARE 
NOT SO FAR AWARE OF FIRMS OTHER THAN AMERICAN MEDICORP 
ACTIVELY SEEKING BUSINESS IN IRAN. CAN EMBASSY CONFIRM 
WHETHER IT IS ONLY US FIRM NOW IN COMPETITION? WOULD ALSO 
BE USEFUL TO HAVE ANY FURTHER DETAILS AVAILABLE ON HOSPITAL 
CONSTRUCTION PROGRAM, INCLUDING TOTAL NUMBER TO BE BUILT 
ON TURNKEY BASIS. KISSINGER 
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